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DAVENPORT 


FERRY BOAT 
DAVENPORT/ 
W.J. QUINLAN 


14's - 5 feet. Ran Davenport - Rock Island. Rebuilt during the latter 1920s and 
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| Stern Wheel ferry, wooden bull, built in Rock Island, IL, 1904, 112.5' x 46.5' x 3.5", 
renamed W.J. Quinlan. Photo taken April 8, 1920, high water at foot of Main St, 


Davenport, IA. NOTE: Dillon Fountain at left side of photo. 





BELOW: The Ferry boat DAVENPORT, stern wheel, | 
wood hull, Rock Island, IL, 1904. 
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BELOW: we QUINLAN, Davenport's favorite ferry 
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W.J. QUINLAN 


Sternwheel ferry wood hull, built in Rock Island, Illinois, 1904. Originally named 

DAVENPORT. Renamed in the latter 1920's. Owned by Rock Island - Davenport | 
Ferry Co. Capacity 528 passengers. Out of service 1946, laid up at the Kahike | 
Yard, Rock Island, Iinols. Burned there in 1967. | 





